Nurnberg, The Stadium

400 by 1200 feet in extent. To the side of this are 4 football
fields, which in addition to one football field over 300 by200 feet,
find room for springing pits and other such sport requisites.
Each of these fields is surrounded by a running track 1200 feet
long and 18 feet broad, strewn with ashes and raised 24 centi-
meters at the top end. Then there is a straight running track
next to each field, 300 feet in length with 30 feet approach. At
the top of each football field is a dressing-room and a stand for
cycles, both concealed in the woods.
To the north-east of the great meadow are practice grounds
surrounded by ramparts of earth accommodating 4000 spectators.
The space devoted to tennis includes 25 practice courts, the
greater number of which can also be used for tournaments. In
the buildings belonging to the tennis club there is everything
necessary for great matches. Immediately adjoining is the great
gymnastic field with about 72.000 square yards of turf. This field
is surrounded by high ramparts of earth for the spectators as
well as a music pavillion with a commanding tower, film
towers, etc.
The main competition arena is built in octagonal form. On
the south top side is the Marathon Gate, with an assembly
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